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PARTI 


VIGILANCE DEPARTMENT 


The 28th January , 2013 


No.9/4/2012-IVI:-Athe 


The Governor of Haryana is pleased to constitute a Selection Committee as under : 


1 . 


Chief Secretary to Government Haryana . 


Chairman 


2. The Addl. Chief Secretary to Government Haryana, Home Department. 


Member 


The Selection Committee shall , as per requirement, prepare a panel of three IPS officers for appointment as 
Director, State Vigilance Bureau , Haryana from amongst the officers holding the rank of Director General/ Addl. Director 
General of Police with 25 years of service after scrutinizing their service record and on the basis of seniority , integrity, 
merit and experience in investigation . The Committee shall keep the notification dated 3.7.2012 in mind while preparing 
the panel. The recommendation of the Selection Committee will be put up to Hon ble C.M. who will make the final 
selection . In case if none among the panel is found suitable , the reasons thereof shall be recorded and the committee 
shall be asked to draw up a fresh panel. 


P.K.CHAUDHERY, 


Chandigarh : 


Chief Secretary to Government Haryana . 


The 22nd January , 2013 . 


50707. - C.S. - H.G.P ., Chd . 


